Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 SAN SA 03104 02220 IZ 
66 

ACTION COME-00 

INFO OCT-01 ARA-10 ISO-00 EB-05 OPIC-01 RSC-01 DRC-01 /019W 

084181 

P022127ZAUG 74 
FM AMEMBASSY SAN SALVADOR 
TO SECSTATE WASHDC PRIORITY 61 19 

UNCLAS SAN SALVADOR 3104 

E.O. 11652-N/A 
TAGS: BEXP, ES 

SUBJ: MAJOR PROJECT: SAN MIGUEL HOSPITAL 
REP: STATE 168651 

1. FIRM HAS A GOOD COMMERCIAL REPUTATION, PRINCIPALLY IN THE FIELD OF 
DESIGN AND/OR CONSTRUCTION OF PUBLIC AND PRIVATE BUILDINGS WHICH 
INCLUDE THE CAMINO REAL HOTEL (WESTERN INTERNATIONAL), THE 
SOCIAL SECURITY GENERAL HOSPITAL AND OFFICES, THE SAN 

SALVADOR CENTRAL MARKET (STILL UNDER CONSTRUCTION) AND A TEN 
STORY CONDOMINIUM (TORRES ROBLE - NOT YET COMPLETED. 

2. WTDR BEING PREPARED. 

CAMPBELL 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974SANSA03104 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D74021 1-0561 
From: SAN SALVADOR 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740878/aaaacpgs.tel 

Line Count: 39 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 168651 

Review Action: RELEASED, APPROVED 

Review Authority: izenbeiO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 06 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 JUN 2002 by reddocgw>; APPROVED <22 JAN 2003 by izenbei0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: SAN MIGUEL HOSPITAL 
TAGS: BEXP, ES 
To: STATE 
Type: TE 
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